FOR STEAM, VAPOR AND HOT WATER
HEATING CONSTRUCTED FOR
BURNING
COAL GAS OR OIL AS FUEL
Monitor "U" Tube Boilers have been in use since 1888 and thousands of Monitor Boiler installations are still giving good service after many years usage under severe conditions.
These Boilers are manufactured and distributed from our plant in Lancaster, Pa., and are furnished in many sizes for Residences, Churches,
Apartments, Schools, Garages, etc.
Scientific construction and the use of the finest materials obtainable has given Monitor Boilers an enviable reputation for fuel economy, durability and reliability. The sturdy steel shell is constructed of the best steel boiler plate similar to the material used for high pressure boilers. The "U" Tubes are of the highest grade Charcoal Iron such as is standard in locomotive construction. The base, grates, smoke-hood, dome and baffle plate are of cast iron and no part of the steel shell comes in contact with the floor of cellar or foundation.
Adaptability to Oil Burning. The Monitor Boiler is ideally designed for the burning of oil. The steel shell and tubes will stand the sudden flash of a hot flame and each "U" shaped Tube, being a separate circulating medium and in direct contact with the flame of an oil burner assure rapid circulation and quick steaming. The base of the Monitor Boiler is so constructed that the installation of an oil burner can be made with little effort.
When special requirements are needed we can construct boilers for any specified pressure, built in accordance with the A. S. M. E. and State Code.
Send for Bulletin containing sizes and general information, if interested.
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